KINGS OF BACTRIA AND INDIA

Metal
No.

Obverse

Reverse

M
301

302

80S
304

305

306

307

808

309

310
311

312

As on No. 300.
W. ISO.

As on No. 293, but in 1. lower
field M. 46.

W. 150.
S.-9.

8. -9.

As on No, 293, but in 1. lower
field Ef.

W. 145.

a-9.

8. -85.

As on No. 293.
S. *9.

3?

S. -85.

35

S. L
S, -9,

As on No. 293, "but in 1. lower
field M, 35,

W. 141.
S. -85.

As on No. 300.

As on No. 294, but in r. field
M. 47.
G. B.

As on No. 293, but in 1. field
M. 56.
G. B.

As on No. 305, but no mono-
gram.
G. B.

As on No. 294, but in r. field
M. 57.

B.                               p|. IV.

As on No. 294, but in r. field
M. 58.
G. B.

As on No. 293, but in r. field
M. 58.

As on No. 293, but in L field
L59.